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UNCLASSIFIED 

PAGE 01 STATE 056665 
ORIGIN COME-OO 

INFO OCT-01 EB-08 EUR-12 ISO-OO /021 R 

DRAFTED BY COMM/BIC/OED/SIPS/FECROSLEY/SG 
APPROVED BY EB/OC A/CM/.T.TRF.TT I ,Y 
COMM/BIC/OED/SIPS/SSLEON 
COMM/BIC/OED/OBOD/RECOHEN 
STATE/EUR/EE/SFRAMOWITZ 
EUR/RPE/RBRESLER (INFO) 

150710Z 033017/14 

R 142259Z MAR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BELGRADE 

UNCLAS STATE 056665 

E.O. 11652: NA 

TAGS: BEXP, YO 

SUBJECT: PRODUCT OPPORTUNITY - 380 KV TRANSMISSION LINE 
EQUIPMENT 

REF: STATE 30958 

1 . SIPS RECEIVED COPY OF JUGEL GEN. MGRS. LETTER SITED 
REFTEL OUTLINING SOFT TERM LOAN NEEDS FOR 70 MILLION 
DOLLARS ENERGY CONTROL SYSTEM PORTION OF THE 6.3 BILLION 
DOLLARS POWER TRANSMISSION LINE INVESTMENT. 

2. A MAJOR U.S. SUPPLIER, HARRIS CONTROLS, HAS INQUIRED 
ABOUT PREQUALIFYING. SIPS HAS RECEIVED INQUIRIES FROM 
SUB-SUPPLIERS AND WOULD APPRECIATE A REPORT ON JUGEL 
RESPONSE TO POST INQUIRIES FOR EXTENDING PREQUALIFICATION 
DEADLINE TO ACCOMMODATE OTHER POTENTIAL U.S. SUPPLIERS. 
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Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE056665 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/SIPS/FECROSLEY/SG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770088-0121 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770361 /aaaaccae.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 07457bb8-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Release Date: n/a 
Review Release Event: n/a 
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SAS ID: 3114608 
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Subject: PRODUCT OPPORTUNITY - 380 KV TRANSMISSION LINE EQUIPMENT 
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